To:  Korissa  Entringer  - ENVX[KEntringer@mail. maricopa.gov] 

Cc:  evans-waiker,  daria[evans-walker.daria@epa.gov];  Mindi  Cross[Cross. Mindi@azdeq.gov]; 

Daniel  Czechoiinski[Czechoiinski. Daniel@azdeq.gov] 

From:  Li,  Corine 

Sent:  Fri  8/7/201 5 9:44:50  PM 

Subject:  FW:  URGENT:  Gold  King  Mine  Blowout  SITREP  #1 


This  is  what  was  sent  and  ADEQ’s  response  earlier  today. 


From:  Li,  Corine 

Sent:  Friday,  August  07,  2015  12:02  PM 

To:  'Mindi  Cross';  Daniel  Czecholinski 

Cc:  Trevor  Baggiore;  Montgomery,  Michael 

Subject:  RE:  URGENT:  Gold  King  Mine  Blowout  SITREP  #1 


Thanks  for  the  timely  response. 


From:  Mindi  Cross  |~mailto:Cross. Mindi@azdeq.gov] 

Sent:  Friday,  August  07,  2015  12:01  PM 
To:  Li,  Corine;  Daniel  Czecholinski 
Cc:  Trevor  Baggiore 

Subject:  RE:  URGENT:  Gold  King  Mine  Blowout  SITREP  #1 


We  are  aware  of  the  situation.  We  do  not  believe  that  we  will  have  any  impacts  in  Arizona. 


Mindi 


From:  Li,  Corine  [mailto:Li.Corine@,epa.gov] 

Sent:  Friday,  August  07,  2015  11:01  AM 

To:  Daniel  Czecholinski  <Czecholinski.Daniel@azdeq.gov>:  Mindi  Cross 

<Cross.MiTidi@azdeq.gov> 

Subject:  URGENT:  Gold  King  Mine  Blowout  SITREP  #1 


2412532 


ED  000552F  00003353-00001 


We  were  apprised  late  yesterday  about  a mine  water  spill  on  the  Animas  River  and  potential 
impacts  to  downstream  drinking  water  intakes.  Region  6 and  8 are  responding. , . I have  shared 
with  Navajo  Nation  and  it  does  not  appear  that  Navajo  drinking  water  have  been  impacted. 


From;  Brown,  Jamesr 

Sent:  Friday,  August  07,  2015  7:13  AM 

To:  Li,  Corine 

Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 


Sent  from  my  Windows  Phone 


From;  Garcia.  David 

Sent:  8/7/2015  7:47  AM 

To:  Brown.  Jamesr:  Dwyer,  Stacev:  Hosch.  Claudia:  Watson.  Jane:  Wooster.  Richard 
Subject;  FW:  Gold  King  Mine  Blowout  SITREP  #1 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 

U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 

Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 
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Follow  EPA  Eegioii  6 


From:  Restivo,  Angela 

Sent:  Thursday,  August  06,  2015  5:03  PM 

To:  Thomas. Skibitskfgjstate.nm.us:  Stephanie. Stringer_state.nm.us 

Cc:  Foster,  Althea;  Brown,  Jamesr;  Garcia,  David;  Crossland,  Ronnie;  Webster,  Susan; 

McCasland,  Mark;  Kirkland,  Robert 

Subject:  Gold  King  Mine  Blowout  SITREP  #1 


Attached  is  the  SITREP  #1  from  the  Gold  King  Mine  Blowout. 


If  you  have  questions  please  contact: 


Althea  Foster 
OSC  EPA  Region  6 
Work  Cell:  214-789-1572 


NOTICE;  This  e-mail  (and  any  attachments)  may  contain  PRIVILEGED  OR  CONFIDENTIAL  information  and  is  intended  only  for  the  use  of  the  specific 
individual(s)  to  whom  it  is  addressed.  It  may  contain  information  that  is  privileged  and  confidential  under  state  and  federal  law.  This  information  may  be 
used  or  disclosed  only  in  accordance  with  law,  and  you  may  be  subject  to  penalties  under  law  for  improper  use  or  further  disclosure  of  the  information 
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in  this  e-mail  and  its  attachments.  If  you  have  received  this  e-mail  in  error,  please  immediately  notify  the  person  named  above  by  reply  e-mail,  and  then 
delete  the  original  e-mail.  Thank  you. 
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